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October 14, 1958 
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Amendment to Production List 6=5-285 
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document constitutes an amendment to Production List 
The call out is hereby changed as follows: 
FROM: 25 EACH F2448-4 HOSE 


TO: 25 EACH F2448-7 HOSE 


regards 
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